To:  Acevedo,  Janie[Acevedo. Janie@epa.gov] 

From:  Region  6 Press 

Sent:  Sun  8/16/2015  9:59:49  PM 

Subject:  No  EPA  media  call  on  the  Gold  King  Mine  today 

CONTACT: 


Dress@epa.gov 

(970)  812-3351 


FOR  IMMEDIATE  RELEASE 


August  16,  2015 


***Please  note  there  is  no  EPA  media  call  on  the  Gold  King  Mine  Response  scheduled  for  today. 
EPA  media  calls  will  be  scheduled  if  needed  moving  forward.  Additional  information  will  be  released 
shortly  in  the  daily  statement. 


If  you  would  rather  not  receive  future  communications  from  Environmental  Protection  Agency,  let  us  know  by  clicking  here. 
Environmental  Protection  Agency,  Fountain  Place  12th  Floor,  Suite  1200  1445  Ross  Avenue,  Dallas,  TX  75202-2733  United  States 
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